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UNCLASSIFIED 

PAGE 01 TOKYO 15246 23I024Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 EA-12 ISO-00 EB-08 COME-00 OES-09 /036 W 

083297 231847Z/43 

R 230842Z AUG 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 0612 


UNCLAS TOKYO 15246 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, SWEL, TBIO, JA 

SUBJECT: EDA RECALL OE CARDIA PACEMAKERS (RECALL 

NUMBERS T103/104/105/8) 

REE: STATE 203752 


THE JAPANESE CONSIGNEE MENTIONED IN REFTEL CONFIRMED 
THAT FIRM HAD RECEIVED RECALL THE INSTRUCTION OF APRIL 
17, 1978 FROM ARCO MEDICAL PRODUCTS AND THAT IT HAD 
TAKEN NECESSARY ACTION. MANSFIELD 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
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Disposition Remarks: 

Document Number: 1978TOKY0 15246 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780345-0263 

Format: TEL 
From: TOKYO 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780830/aaaaazfu.tel 

Line Count: 33 
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Original Handling Restrictions: n/a 

Original Previous Classification: n/a 
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Previous Classification: n/a 
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Review Action: RELEASED, APPROVED 
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